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FEEDBACK 

Hemi-Sync® Gets Under Your Skin 

Haines Ely is a Dermatologist and Dermopathologist in private practice in Grass Valley, 
California, and a member of The Monroe Institute’s Professional Division. He writes: 

“I use two Hemi-Sync® synthesizers. One I play in the waiting room behind subliminal tapes 
which suggesl “healing.” The other I keep in the surgery room with earphones to put on 
patients during surgery. It’s a bit difficult to do any type of controlled study, but the patients, 
especially in surgery, who use the earphones feel much calmer and take to it quite well. Some 
others refuse to put the earphones on at all.” 
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